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ORD-1743-79 
ighc’ 1979 


MEMORANDUM FOR: Captain William Stoner 
Army Intelligence Staff 


FROM: Philip kK. Eckman 
Director of Research and Developnent 


SUBJECT : GRILLFLAME Briefing 


We would appreciate a briefing on the CRILLFLAME 
project, managed by Colonel Murray B. Watt, INCSON, in the 
Office of Research and Development, Central Intelligence 
Agency, in Room 616, Ames Building, on 29 November 1979 
at 1400 hours. The briefing can be held at any security 


level deemed appropriate up_to and including TS=SI1/TK. 


ilip Kk. Eckman 
Distribution: 
Original - Addressee 
1 - D/ORD 
V1 - ACD/ORD ° SG1I 
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